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SUBJECT: WALK THRU METAL DETECTORS 

REF: FRANKFURT 1 146 

1 . NEW PROBLEM HAS ARISEN WITH DETECTOR S/N022 AT STOCKHOLM. 
ELECTRIC-EYE CONTROL SYSTEM AT ENTRY AND EXIT ADVERSELY AFFECTED 
BY DIRECT SUNLIGHT. WITH EXTRANEOUS LIGHT ON ENTRYWAY. DETECTOR 
WILL NOT ACTIVATE, AS IF PERSON HAD NOT PASSED THROUGH BEAM. 

2. HAVE DEVISED PLASTIC COLLIMATING DEVICES TO FIT INTO LIGHT 
BEAM RECEIVERS, GREATLY LIMITING VIEW ANGLE AND EFFECT OF 
EXTRANEOUS LIGHT. RESULTS ON UNIT S/N0 16 IN RTC LAB SATISFACTORY. 
HAVE POUCHED DEVICES TO STOCKHOLM FOR RSO TO FIT TO UNIT THERE. 
HOPEFULLY THIS WILL CURE IMMEDIATE PROBLEM THERE. MORE PERMANENT 
FIX WOULD BE DESIRABLE HOWEVER. 

3. COLLIMATING DEVICES APPROX ONE AND ONE HALF INCH LONG, INSIDE 
DIAMETER LESS THAN 3/16. LENGHT MUST BE LIMITED DUE TO DANGER OF 
DEVICE BEING KNOCKED OFF WHEN PERSON PASSES THROUGH ENTRY. 
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